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CONFIDENTIAL ATHENS 3323 

E.O. 11652: GDS 
TAGS: PINS, CASC, ET 
SUBJECT: TENNECO SEVEN 

FROM FREEMAN 

TELL GRAHAM TO ARRANGE FOR TOP ELF LEADER WITH AUTHORITY TO 
COMMIT TO MEET WITH FREEMAN, CHAIRMAN OF THE BOARD, TENNECO, 

IN PARIS, ROME, ATHENS, OR GENEVA ASAP. GRAHAM TO ADVISE US 
TIME AND LOCATION OF MEETING. GRAHAM TO MAKE SURE ELF LEADER HAS 
COMPLETE AUTHORITY TO AGREE ON TIME, PLACE AND RELEASE OF ALL 
HOSTAGES AND ALSO ON TERMS AND CONDITIONS OF RELEASE TO PRECLUDE 
ANY ADDITIONAL PROBLEMS RELATED HERETO. 

UNQUOTE 

TASCA 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: KIDNAPPING, HOSTAGES, NEGOTIATIONS, MISSIONARIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 02 JUN 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ATHENS03323 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7401 39-1 170 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740682/aaaacsow.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 APR 2002 by izenbei0>; APPROVED <29 JUL 2002 by garlanwa> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TENNECO SEVEN FROM FREEMAN 
TAGS: PINS, CASC, ET, ELF, TENNECO 
To: KHARTOUM 
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